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ORIGIN EUR- 12 

INFO OCT-01 ISO-OO /013 R 

DRAFTED BY EUR/EE:RAMOSHER:DJW 
APPROVED BY EUR/EE:NGANDREWS 
EUR/EE:ARTHOMPSON 

054522 

R 241801Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY BELGRADE 

UNCLAS STATE 174602 

E.O. 11652: N/A 

TAGS: CGEN, YO 

SUBJECT: MOBILE DENTAL CLINIC 

1. MOBILE DENTAL CLINIC UNIT UNDER DIRECTION OF DR. MARVIN 
STARK, UNIVERSITY OF CALIFORNIA AT SAN FRANCISCO WILL BE 
WORKING IN SPLIT, YUGOSLAVIA FOR A FIVE WEEK PERIOD BE- 
GINNING AUGUST 3. CLINIC GROUP'S PLANS FOR TRAVEL WITHIN 
YUGOSLAVIA DURING THIS PERIOD ARE NOT KNOWN, THOUGH WE HAVE 
BEEN ADVISED THAT WEEKEND TRIPS ARE PLANNED. DR. STARK 
WILL SPEND SOME OF THIS TIME IN GREECE AND ISRAEL, PRE- 
SUMABLY WITH OTHER MOBILE DENTAL CLINICS . KISSINGER 
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